﻿sport model flexible suspensions


in the extended deleted scene from Jeremy's movie about Bob, Bob explained how the suspension pipes were able to move the emitters very precisely and then become completely fixed. Jeremy asked Bob how he knew about this. Bob said that it was because they had one of those setups with the emitters in the lab on the bench. also in a separate video where Bob answers all your questions, he mentioned that rotating the emitter on the bench a certain number of degrees was one way to deactivate the reactor that was in the lab with the emitter setup. both of these explanations indicate that the emitter in the lab still had the suspension pipe attached although it does not assure that the upper end of that pipe was attached to the amplifier console as it was called, though it was indicated in multiple talks with Bob that the console was there in the lab with the emitter setup.